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STAT 


Approved For Release 2003/11/04 : CIA-RDP58-00453R000300*30150-3 


TO: REGULATIONS CONTROL STAFF., 


COKCURREiJCE SHEET 


PROPOSED ISSUANCE: 


Medical Support draining 
Draft, a dated IT February 195& 


(e) Elis office does not concur with proposed regulation. 


25X1A9A . 

Office of General counsel 
21 March 1956 



See attachment . 
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